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Dreeasucy Department, XY 


Burean of the BLint, 


Washingion, DG. August 21st.,1895. 


Hon. Herman Kretz, 

Superintendent, U.S. Mint, 

Philadelphia, Pa. 
Sir:- 

Referring to my telegram of current date in relation to your 
receiving for storage, $5,000,000 in subsidiary silver, I woulda state 
that it is necessary for safety, that the vaults of the Sub-Treasury at 
New York should be relieved until they can be strengthened for fear of 
their giving way. 

I have thought if you could not find vault-room at the Mint to 
store this amount it might he stored in the vaults af 6 Post Office 
of which you have control. As these vaults have time-locks and being 
burglar-proof and located in a Government building I do not believe it 
would be necessary to employ watchmen as the locks could be examined 
every day by your Cashier or some other person designated by you for 
that purpose. If, however, you should think it essential to have 
watchmen they could be employed and the Assistant Secretary assures me 
that the Department would recommend and obtain an appropriation for the 
deficiency in your Wages of Workmen, which would be ereated by the eo 


ployment of watchmen. As soon as an appropriation can be procured to 
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pay the loss on the recoinage of this coin it will be melted and re- 
co ined. 

Please advise me by wire on receipt hereof if this would be 


satisfactory to you. 


Very respectfully, 


Director of the Mint. 4 
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[Abstract:] Relative to the storage of 5,000,000 of subsidiary silver coin... 


Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
August 21, 1895 


Hon. Herman Kretz, 
Superintendent, U.S. Mint, 
Philadelphia, Pa. 


Sir:- 


Referring to my telegram of current date in relation to your receiving for storage, 
$5,000,000 in subsidiary silver, I would state that it is necessary for safety, that the vaults of the 
Sub-Treasury at New York should be relieved until they can be strengthened for fear of their 
giving way. 


I have thought if you could not find vault-room at the Mint to store this amount it might 
be stored in the vaults at the Post Office of which you have control. As these vaults have time- 
locks and being burglar-proof and located in a Government building I do not believe it would be 
necessary to employ watchmen as the locks could be examined every day by your Cashier or 
some other person designated by you for that purpose. If, however, you should think it essential 
to have watchmen they could be employed and the Assistant Secretary assures me that the 
Department would recommend and obtain an appropriation for the deficiency in your Wages of 
Workmen, which would be created by the employment of watchmen. As soon as an 
appropriation can be procured to pay the loss on the recoinage of this coin it will be melted and 
recoined. 


Please advise me by wire on receipt hereof if this would be satisfactory to you. 
Very respectfully, 


R.E. Preston 
Director of the Mint. 


